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[t. 8(4)/88-R^^. (II)] 

STK.T^r. TTTT, T^ifcT 

MINISTRY OF INDUSTRY 
(Departme nt of Chemicals and Petro-Chemicals) 

Office of the Development Commissioner 
(Pharmaceutical Industry) 

ORDER 

New Delhi, the 8th May, 1989 

S.O. 340 (E);—In exercise of the powers conferred by clause (a) of sub- 
j^aragraph (6) of paragraph 9 of the Drugs (Prices Control) Order, 1987, 
and in supersession of the order of the Government of India in the Ministry 
of Industry (Department of Chemicals and Petro-Chemicals) S.O.No. 19 (E) 
dated the 5th January, 1989, the Central Government hereby fixes the prices 
as specified in column 5 of the Table below as the ceiling prices exclusive of 
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excise duty and local tax, if any, of each of the Category II formulations 
specified in corresponding entry in column 2 of tire said Table when sold 
under brand name, with the strength and pack size specified respectively in 
the corresponding entries in columns 3 and 4 thereof: 
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1. Timolol Maleato 

0.25% W/V 5ml vial with 

10.56 

Opthahnic Solution 

dropper 


2. Timolol Maleato 

0.5% W/V 5ml vial with 

18.42 

Opthalmic Solution 

dropper 
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